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HERE ARE THE FACTS, 

TO DATE, ON SMOKING: 

IN 1933; Because of a new method of manufacture, 

Philip Morris introduced the first drastic improve¬ 
ment in cigarette manufacture, accompanied by 
a definite improvement in effect on smokers . 

UP TO 1942; Philip Morris have shown the great¬ 
est percentage of increase in sales of any cigarette. 

THE REASON: Philip Morris are different from 
other cigarettes. Repeated tests* have proved the 
distinctive method of manufacture makes them 
definitely and measurably /ess irritatin g to the 
smoker s nose and throat. 

YOUR OWN CHECK-UP will quickly confirm that 
statement. Why not try Philip Morris on your 
patients who smoke . . . and see the results for 
yourself? 

Philip Morris 

Piui.ii* Morris & Co., Ltd., Inc. 

119 Fifth Avenge, N. V. 

* Laryngoscope, Feh. 19 IS, Vnl. XIV.,No. 2. N9-1U: laryngoscope, Jan. 19)7. Vol. XLVll. No. 1. 58-60 


TO PHYSICIANS WHO SMOKE A PIPE: Wc suggest an un¬ 
usually fine new blend—C ountry Doctor Pick Mixture. Made by the 
Rame process as used in the manufacture of Philip Morris Cigarettes. 
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